To:  Matt  Francis  (m.francis@eriic.com)[m. francis@erllc.com] 

From:  Way,  Steven 

Sent:  Fri  7/25/2014  8:16:11  PM 

Subject:  Upper  Gold  King  Mine  - 7 Level 

Matt, 


The  other  information  that  I find  does  refer  to  the  mine  as  the  Upper  Gold  King  Mine  and  the 
adit  is  the  7 - Level  adit. 


Sorry  for  screwing  with  that 


Steve 

Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 
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